THE  LEE  CHAPEL 
WASHINGTON  AND   LEE  UNIVERSITY 
Lexington,  Va. 

An  Interior  view  of  the  Chapel  showing  the  famous 
Henry  Erben  organ  given  to  the  University  in 
honor  of  General  Lee's  memory  by  "the  ladies 
of  Texas"  in  1872. 


